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SUBJECT: ALARM SYSTEMS, FIRE/SMOKE 

1 . AMBASSY HAS EXPRESSED DESIRE TO INSTALL FIRE DETECTION/ 
ALERTMENT SYSTEM IN CHANCERY OFFICE SPACES AND CRITICAL EQUIPMENT 
AREAS. 

2. PLEASE FORAWRD TO TSO AVAILABLE PRODUCT INFORMATION DATA ON 
SMOKE DETECTORS AND HEAT SENSORS (NORMAL AND RAPID RISE REMP 
SENSORS). DESIRABLE FEATURES INCLUDE BATTERY OR EXTERNAL DC 
POWER AND BOTH LOCAL AND REMOTE ALARM CAPABILITIES. ADVISE IF 
DATA IS NOT REPEAT NO AVAILABLE. 

3. FYI - TSO HAS FOLLOWING PRODUCT INFORMATION BULLETINS ON 
HAND: EICO HOME PROTECTION ACCESSORIES, MASTER LOCK HOME ALARM 
SETS, STATETROL CORP. SMOKEGARD, AND TELEDYNE SMOKE ALARM BY 
WATERPIK. END FYI 
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